To:  Cook,  Brenda[cook. brenda@epa.gov] 

From:  Brown,  Cynthia 

Sent:  Wed  8/1 2/2015  5:20:22  PM 

Subject:  RE:  Gold  King  Mine  Response 


A6LSRV00 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown.cynthia@epa.gov 


From:  Cook,  Brenda 

Sent:  Wednesday,  August  12,  2015  11:34  AM 
To:  Brown,  Cynthia 

Subject:  FW:  Gold  King  Mine  Response 


Can  you  let  me  know  which  codes  people  should  charge  to?  Most  of  our  folks  are  in  the  EU  or 
in  the  field. 


From:  Cook,  Brenda 

Sent:  Wednesday,  August  12,  2015  11:21  AM 
To:  R6  6SF-TR 

Cc:  Brown,  Cynthia;  Deborah  Greenwell  (Greenwell.Deborah@epa.gov) 
Subject:  Gold  King  Mine  Response 


If  anyone  in  our  section  is  working  on  the  Gold  King  Response  please  make  sure  you  charge 
your  time  to  this  response.  The  SSID  number  is  A6LS,  the  action  codes  are  codes  are:  PJ,  RS, 
RV,  NG,  NS  & PC.  Cindy  Brown  is  logging  the  time  - please  make  sure  you  check  with  her  as 
to  what  code  you  should  charge  to.  Cindy  is  preparing  a group  overtime  requests  for  the 
individuals  working  on  the  response,  if  you  are  working  on  the  response  please  make  sure  you 
sign  in  and  out  on  the  8th  floor  if  you  are  in  the  office-  and  if  you  are  in  the  field  please  send  your 
time  to  Chris,  Cindy  and  Deborah.  The  individuals  in  our  section  that  I know  who  are  working 
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on  this  response  are 


Kenneth  Shewmake 
Jon  Rauscher 
Phillip  Turner 
Philip  Ofosu 
LaDonna  Turner 

Brenda  Cook  (in  a very  limited  capacity) 


If  you  are  working  on  this  response  and  I did  not  list  your  name  here,  please  let  Chris  and 
Deborah  know.  Also  if  you  are  working  on  this  response  please  email  Cindy  your  contact 
information. 


Brenda  Nixon  Cook 

EPA  Region  6 Site  Assessment  Team 

R6  NPL  Coordinator 

SAM  Louisiana 

1445  Ross  Avenue 

Dallas,  Texas  75202 

214-665-7436 

cook.brenda@epa.gov 
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